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INDIA- 

Patent Application No.547/MAS/89 

Filed 20th July 1989 

PHILIP MORRIS PRODUCTS INC_ 


We have received a first official action report in respect 
of the abovementioned application. Enclosed please find a copy 
of the list of objections raised by the Examiner. 

Regarding 1 : We do not agree with the Examiner's objection. 

However, .we welcome your comments. 

Regarding 2 : Claim 42 is added by us as an omnibus claim 

and we shall deal with this objection ourselves. 

Regarding 4 : The Examiner considers that claim 1 of this 

application conflicts with claims 1,10 and 11 of co-pending 
application 544/MAS/89. Please let us have your comments. 

Regarding 5 : Please let us know if you are aware of any 
Indian equivalents corresponding to the Foreign Patents referred 
to in the specification. 

Regarding 3 and 6 to 13 : We shall meet these requirements 

ourselves. However, let us have the form 1A, Power of attorney 
(enclosed for execution along with our letter dated 7th August 
1989) and the' pending filing details of all the corresponding 
Foreign applications. 
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The normal period for placing this application in 
order for acceptance expires on 9th June 1993 . 

Please let us have your instructions as early as 
possible. 


Yours faithfully 
DePENNING & BePENNING 
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